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Constant pressure Meggers are made which, by an ingenious
clutch arrangement, give constant voltage when driven at any
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Fig. 72.   Diagram

speed above a certain amount. High range Meggers are provided
with a " guard terminal " which is useful in eliminating the eftVel
of surface leakage when making tests of the insulation rewHf anew
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of'a length of electric cable.   Kg. 72 shows the diagram, of con-
nections of a Megger fitted with the guard terminal (as well as